Wegener format clock 


AMERICA IN THE MORNING 


AY 
Feed time: 5-6 am ET Monday - Friday 


Westwood One 
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AFFILIATE TECHNICAL SERVICES 
1-888-HELP450 





CLOSURES PROGRAM FUNCTIONS 
i a -o Aa AFFILIATE SALES 
oca Stuart Greenblatt 212-419-2946 


AVAILS 

Local Min 15:25/Network Min 7:00 , l l 

Local Avails will be filled by PSAs EXCEPT * Events marked with an asterisk have fixed 
times, all other times are approximate 


WHERE NOTED 
Effective: April 2021 


